Chameleon Theatre 


CONCORDIA UNIVERSITY 
Faculty of Fine Arts 
Division of Performing Arts 
presents 


THE MAN WITH THE FLOWER IN HIS MOUTH 
by Luigi Pirandello 
English version by William Murray 


Directed by Leslie MacMillan 


Set Design: Donna Noonan Costume Design: Suzan Ptietracupa 


Lighting Design: Andrew Calamatis 


CAST 

The Man Gary Jewell 

Commuter Robert Ohayon 

The Woman Teresa Santamaria 

PRODUCTION 

Stage Manager Norma White 
Technical Director Donna Noonan 
Electrician Andrew Calamatas 
Light Crew Betty Ifergan 


Carmen Slider 
Karen Stephen 
Donna Noonan 
Catherine Barry 
Patricia Butcher 
Ellen Cohen 
Leslie Hart 
Pamela Lampkin 
Avra Goldenblatt 
Catherine Marshall 
Krystyna Slawek 
Henry Hudson 
Andrew Laivins 
Richard Messier 
Deborah Ratelle 
Head Painter Donna Noonan 
Paint Crew Malgorzata Adamska 
Francine Leclerc 


Property Head 
Property Crew 


Costumes Head 
Costume Crew 


Shop Carpenter 
Shop Crew 


INTERMISSION ~- 15 minutes 


Both plays produced by permission of Samuel French Inc. 


Oct. 4,5,6,7, 1978 


HOW HE LIED TO HER HUSBAND 
by George Bernard Shaw 
Directed by Broderick Vassell 


Set Design: Sossy Galentz 
Lighting Design: Andrew Calamatas 


CAST 
Henry Apjohn David Webb 
Aurora Bombas Laura McLarty 
Teddy Bombas Manuel Esquivel 
PRODUCTION 
Stage Manager John Angeloro 
Ass't. Stage Manager Diane Saint-Jean 
Technical Director Sossy Galentz 
Electrician Andrew Calamatas 
Light Crew Betty Ifergan 
Carmen Slider 
Karen Stephen 
Property Head Sossy Galentz 
Property Crew Catherine Barry 
Patricia Butcher 
Ellen Cohen 
Leslie Hart 
Costumes Head Pamela Lampkin 
Costumes Crew Avra Goldenblatt 
Catherine Marshall 
Krystyna Slawek 
Shop Carpenter Henry Hudson 
Shop Crew Andrew Laivins 
Richard Messier 
Deborah Ratelle 
Painter Sossy Galentz 
Sound Andrew Calamatas 
Box-Office Manager Pat Morgan 
Assistant Pamela Decker 
Crew Maureen Bloom 
Joanne Leznoff 
James Young 
Mary Young 
Front-Of-House Manager Rebecca Dewey 
Publicity Head Maureen Bloom 
Assistant Pamela Decker 
Crew Mary Copping 


Joanne Leznoff 
James Young 


Costume Design: Pamela Lampkin 


